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have saved "more than four-fifths of that B. E. F. which the
Germans claimed were surrounded/' and calls on his country-,
men to work as never before to keep the army supplied.
Prepared to enter the war, Italy is told by Signor Ansaldo,
in a broadcast to Italian troops, that "Italy must enter the
conflict to keep abreast of the changing times." Articles in
the Italian press assume that Italy's claims to Corsica, Bizerta,
Nice, Jibuti and Suez can be satisfied only by armed conquest.
Turkish Premier Refik Saydam warns his people they "must
not forget that it may be necessary to take up arms to protect
this country." London and Paris hope that Italian interven-
tion in the war would result immediately in Turkey's entry.
JUNE 3
A swarm of about 200 German planes drops more than a
thousand explosive and incendiary bombs on Paris and its
suburbs, killing 254 and injuring 6512.
German forces close in on Dunkerque, but Allied troops
continue to embark there successfully despite attacks of great
ferocity. This is the sixth day of the evacuation. The Germans
say that in the Battle of Flanders their casualties are only
10,000 dead and 40,000 wounded.
Count Ciano implies quite clearly to several foreign diplo-
mats that Mussolini's decision to enter the war has already
been taken in principle.
JUNE 4
The evacuation from Dunkerque is completed and the town
is relinquished to the Germans. At 7 A.M. Admiral Jean Marie